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Publications  relating  to  Building  Regulation 
November  26,  1S35 

RECOILANDED  MINIMUM  R^UT^LLNTS  FOR  SHALL  D .ELLING  CONSTRUCTION.  BH18 
107  pages,  34  illustrations;  presents  recommended  building  code  require- 
ments for  one-  and  two-family  dwellings  not  over  three  stories  in  height, 
covering  all  materials  and  methods  of  construction.  Appendix  contains 
valuable  discussion  of  good  practice  in  construction  of  small  dwellings. 
Price  10  cents. 


RECOMMENDED  MINIMUM  REQUIREMENTS  FOR  PLUMBING.  BH13 

285  pages,  114  illustrations;  presents  reco.menaed  plumbing  code  retire- 
ments for  installations  in  all  types  of  buildings;  together  with  a state- 
ment of  the  fundamental  principles  governing  plumbing  regulation:  a dis- 
cussion of  licensing  and  regulation  of  plumbers;  a description  of  extensive 
experiments  on  which  recommended  requirements  are  based;  notes  on  various 
special  features  of  plumbing  installations;  information  on  corrosion  of 
metals  in  plumbing  systems,  the  movement  of  air  currents  in  horizontal 
waste  pipes,  and  other  related  matters.  Price  35  cents. 


RECOMMENDED  LIVE  LOADS  ALLOWABLE  FOR  USE  IN  DESIGN  OF  BUILDINGS.  BH7 
38  pages;  presents  recommended  minimum  live  loads  to  be  assumed  as  the 
basis  for  building  design;  together  with  much  information  on  the  floor 
loads  characteristic  of  different  occupancies  car  resulting  from  storage 
of  different  commodities.  Report  includes  material  on  ’wind  pressures, 
impact  allowances  and  administration  of  live  load  requirements  in  build- 
ing codes.  Price  10  cents. 


RECOIL  .ENDED  PRACTICE  FOR  ARRANGEMENT  OF  BUILDING  CODES.  BH8 

30  pages;  gives  detailed  outline  for  arrangement  of  building  code  pro- 
visions; together  with  discussion  of  methods  of  drafting,  revising,  and 
publishing  such  ordinances;  and  a list  of  the  available  sources  of  in- 
formation on  building  regulations,  standards  for  materials,  and  methods 
of  construction.  Price  10  cents. 


RECOMMENDED  MINIMUM  REQUIREMENTS  FOR  FIRE  RESISTANCE  IN  BUILDINGS.  BH14 
58  pages,  4 illustrations;  presents  recommended  building  code  require- 
ments for  height  and  undivided  area  of  buildings  from  the  standpoint  of 
fire  resistance;  divides  buildings  into  types  according  to  materials 
entering  into  their  construction;  gives  minimum  protection  desirable 
for  structural  members;  discusses  fundamentals  of  fire  protection  and 
gives  references  to  test  data  and  other  useful  information.  Price  10 
cents. 


DESIGN  AED  C OESTRU 0 T ION  07  BUILDING  EXITS.  M151 

76  pages,  19  illustrations;  presents  results  of  a study  of  current  prac- 
tice in  exit  design  and  of  observations  on  the  flow  of  persons  down 
stairways  and  through  doorways;  discusses  types  of  exit  requirements  in 
current  use;  contains  an  appendix  in  which  are  given  recommendations  for 
consideration  in  revising  building  codes.  Price  10  cents. 

STATUS  OF  L1UNIC IPAL  BUILDING  CODES.  LC377  (mimeographed) 

29  pages;  gives  information  on  the  age  of  building  codes,  extent  of  ac- 
tivity in  revision,  subjects  undergoing  change,  and  other  information  of 
interest  to  architects,  building  officials,  and  others. 

STATUS  07  1IUNICIPAL  PLUiQIlTG  CODAS.  LC443  (mimeographed) 

32  pages;  gives  information  on  the  age  of  plumbing  codes,  extent  of  ac- 
tivity in  revision,  subjects  undergoing  change,  departments  administer- 
ing regulations,  and  other  information  of  interest  to  plumbing  officials, 
sanitary  engineers,  and  others. 


The  following  publications  are  now  out  of  print 
but  are  available  for  reference  as  noted  on  attached  sheet. 

RECOIN  IE EDED  KINIUIM  IIS'  U Hi  .HEFTS  FOR  luSONRY  WALL  CONSTRUCTION.  BH6 
57  pages,  4 illustrations;  presents  recommended  code  requirements  for 
the  height,  thickness,  materials  and  workmanship  of  masonry  walls  for 
all  purposes;  together  with  information  on  good  practice  in  masonry 
construction  and.  the  factors  which  affect  strength  of  masonry. 

Supplement  to  above  giving  modifications  in  brick  masonry  stresses. 

RECOMIEEDED  BUILDING  CODE  REgU Hi ELiENTS  FOR  WORKING  STRESSES  IN  BUILDING 
LATERIALS.  BH9 . 53  pages,  4 illustrations;  presents  recommended  work- 

ing stress  requirements  for  reinforced  concrete,  cast  iron,  steel,  and 
timber;  together  with  a discussion  of  improvements  in  materials,  design, 
and  methods  of  construction. 


HOW  PUBLICATIONS  MAY  BE  OBTAINED 


Publications  for  which  no  price  is  noted  may  be  obtained  from  this 
Division  without  charge. 

Publications  "Out  of  print"  are  not  available  for  distribution, 
either  free  or  by  purchase;  however1 , copies  are  available  for  reference 
in  Government  depository  libraries. 

Publications  for  which  a price  is  noted  may  be  obtained  direct  from 
SUPERINTENDENT  0?  DOCUMENTS,  GOVERNMENT  PRINTING  OFFICE,  WASHINGTON,  D.C., 
using  the  order  blank  given  below.  Remittance  must  be  made  in  advance — 
either  by  coupons  (sold  in  sets  of  20  for  $1  and  good  until  used),  or  by 
check  or  money  order  payable  to  the  Superintendent  of  Documents.  Currency 
may  be  sent  at  sender’s  risk.  For  shipment  to  foreign  countries*,  an  ad- 
ditional amount  of  about  one  third  of  the  purchase  price  is  required. 

*Except : Republic  of  Panama,  Canada,  Cuba,  Mexico,  and  Newfoundland. 


Detach  here,  and  mail  to 


Superintendent  of  Documents, 

Government  Printing  Office,  Date 

Washington,  D.  C. 

Enclosed  is  $ (money  order,  New  York  draft,  or  coin)  for  the  fol- 

lowing publications: 

Publication  Price 


TOTAL 


Name : 


Address;  No.  Street: 


City:  State: 


